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Contract Bo. N¥-BA-1492 
dnenGoent No. 1 


Bairé-Atomic, Ine. 
: ¥ Mase. 


Gentlenc: 

1. Reference is made to Contract Ho. NY¥-Bh-l492 
entered into between the partias herete effective for the 
period 1 Bay 1956 through 31 May 1959- 


2. The parties hereto ponte te include the following 
etditional Item No. 3 in APPENDIX I of Contract No. HY-BA~1492: 


"Item 
Ho. Descriotion Price 


.o In the event a eituation ariges whereby 
the Contracting Officer deem it savisable f 
that the Mieldé Engineer should tbe reassigned 
to the Contractor's plant, time so speut 
ehell be known as "In-Plant Standby.” $1200.80 per 
nan-month .* 


3. The Exhibit *A" referred to in Hote 7 of APPENDIX I 
25X1A will be signed by ES Project Engineer, only 
while the Field Eagineer is providing service wider Item 2. 
Seid Exhibit will be aigned by an official of the Baird~Atomic, 
ne. for aervices billed against Itema 1 and 3. 


4h. ALL other terms, conditions and requirements of 
Coutraect No. NY-BA-1h92, as amended, remain unchanged. 


5. Please indicate your receipt of thie Amendment No. 1 
to Contract No, HY-BA-Li92 end your peopepenaa thereof by execu- 
ting the original and two copies of this amendment. Return the 
fully executed original and one copy to the undersigned and re- 
tain the reuaining copy for your filles. 


Very truly yours, 


OSA ACKHONLEDOED AND ACCEPTED 2 
THIS2¢ | DAY OF wo Ww 1958. eee aa a Tel ed At 
25X1A BAIRD-ATAC, THOS Contracting Officer 
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